THE   GYROSCOPE   AND   ITS   APPLICATIONS         219

WINDOW RING

COUNTERWEIGHT         TRANSPUT         G1MBAI WNO       MAGNCT         CTECTKSH               SHOCK WOUNT

*                                 CQVtt                               1                    /                     MfCHANlSM                 ASSEMBU

GEAR AND
P1MION ASSEMBLY

, LANCE
WfJGHT

GYRO CENTER
FIN

Fig. III. 53. Pioneer Bendix Flux-gate gyro, cut away view showing rotor,
erector and caging mechanism. The rotor is driven at 23000 r.p.m. by single
phase 115 volt 400 cycle supply. Split-phase capacitor winding is used for

starting up.